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Message Text 


UNCLASSIFIED 

PAGE 01 GUAYAQ 00333 081901Z 
40 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-05 AGR-20 DRC-01 RSC-01 /038 W 

004470 

P R 081700Z APR 74 
FM AMCONSUL GUAYAQUIL 
TO /USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 3164 
AMEMBASSY QUITO 

UNCLAS GUAYAQUIL 333 

FOR NEW YORK DISTRICT OFFICE 

E.O. 1 1652: NA 
TAGS: BEXP, EC 

SUBJ: PURCHASE OF ABOUT 300 WATER PUMPS FOR FARM IRRIGATION 

1. DUE TO SEVERE DROUGHT PRESENTLY AFFECTING COASTAL SECTION OF 
ECUADOR, ECUADOR’S NATIONAL DEVELOPMENT BANK (BANCO NACIONAL DE 
FOMENTO) INTERESTED IN URGENT PURCHASE OF SUBJECT PUMPS. 

2. GROUP CONSISTING OF AGRONOMICAL ENGINEER AUGUSTO BUENO- 
CIFUENTES, MANAGER OF BANK'S GUAYAQUIL BRANCH, ALFREDO POZO AND 
LUIS VASCONEZ, LATTER TWO EMPLOYEES OF LOCAL IMPORT FIRM OF JUAN 
H. KRUGER S.A.C., GUAYAQUIL (WTDR DATED 1 1/73 FTI NUMBER 

0044800), FLEW TO NEW YORK BY LUFTHANSA'S 499 APRIL 7, TO NEGOT- 
IATE SUBJECT PURCHASE WITH IRRIDELCO IRRIGATION INDUSTRIAL 
DEVELOPMENT CORP. (RONALD GILBERT, EXECUTIVE OFFICER), 260 
MADISON AVE., N.Y. 10017, TELEPHONE (212) 679-4428, TELEX 
420856, WHICH FIRM IS LOCALLY REPRESENTED BY KRUGER. 

3. POST WILL APPRECIATE ANY ASSISTANCE RENDERED ENGINEER 
BUENO AS BANCO DE FOMENTO EXERTS MAJOR INFLUENCE ON GROWING 
AGRICULTURAL EQUIPMENT MARKET. 

DEWITT 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 08 APR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974GUAYAQ00333 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740079-0752 
From: GUAYAQUIL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740459/aaaacbyx.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: smithrj 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 JUL 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 JUL 2002 by bryansd0>; APPROVED <17 DEC 2002 by smithrj> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PURCHASE OF ABOUT 300 WATER PUMPS FOR FARM IRRIGATION 
TAGS: BEXP, EC 
To: COM STATE 
Type: TE 
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